Approved For Release 2001/07/28 : CIA RDP7884718A000100120059 5 


r 



3 -227 k-~J' 


wmmmm fori controller 

SUBJECT t Changee la f/0 and Ceiling Foe it lone 
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1 * I p aecardanoe with Instructions contained i aHHH 
jjgjjBB|9|| ^ted $ August 1052, the transfer of Organisation end 
Meth ods Service to year office, effective 11 August 1S£2, involves 
mr/o positions. 

2. As a result of this change the revised T/o end ceiling 
totals for your Office ere as folleest 
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f/0 Calling 

Friar to Change 
After Change 

3. The T/0 ohange reflecta the transfer of^BT/0 positions 
authorised the Organ lset ion end Methods Service, ro w of General 
Services* The ceiling change reflects the transfer of ^■positions 
free the asthcrised on-duty celling far Organisation ancubthodB 
Service, Office of General Sarvleee* 

1*. Appropriate action my be t atom to effect any neoeaaary 
changee in th e t/0 positions transferred in accordance with CIA 
dated 28 Februaay 1952* 
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5. The T/0 change authorisation (Form 30-25) for year office 
la attached. 


WAITER REXB WCU* 
Deputy Direst or 
(Adainiat ration) 


1 Att - T/0 Change Authorization 
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